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UNCLAS NICOSIA 1324 

DEPT FOR A/SY/T; FRANKFURT FOR RTC; ATHENS FOR TSO 

E. O. 11652: N/A 
TAGS: ASEC 

SUBJECT: CCTV - REQUEST FOR TECHNICAL ASSISTANCE 

1. DURING INSTALLATION OF CCTV SYSTEMS IN NICOSIA 
AN MTC-21 MK II CAMERA MALFUNCTIONED WHICH THE TSO 
HAS BEEN UNABLE TO REPAIR. 

2. WHEN POWER IS APPLIED TO CAMERA VIDEO OUTPUT AS VIEWED 
ON MONITOR IS EXCELLENT. AFTER WARMUP OF FIVE TO TEN 
MINUTES. PICTURE BEGINS TO BREAK UP WITH HORIZONTAL 
OSCILLATIONS. RATE OF BREAK UP IS ABOUT ONE EVERY SECOND 
BECOMING SOMEWHAT FASTER AS UNIT HEATS UP. UNIT CAN BE 
SWITCHED TO FREE RUN TO ELIMINATE HORIZONTAL BREAK UP; 
HOWEVER, THIS PRODUCES SOME WAVING OF THE PICTURE AND 
DARK HORIZONTAL BARS DRIFTING VERTICALLY ON THE 
MONITOR SCREEN. 

3. TSO HAS ADJUSTED R1 14 IN AN ATTEMPT TO CORRECT THE 
PROBLEM IN THE 50HZ POSITION AND TO REDUCE THE INTER- 
FERENCE IN THE FREE RUN POSITION. ADJUSTMENT OF R1 14 
DID NOT CORRECT EITHER PROBLEM. TSO SUSPECTS THERMAL 
RUN AWAY OF TS 101 OR TS103 IN MIANS LOCK CIRCUIT. 

A. CAN SY/T SUGGEST FURTHER FIELD MODIFICATION OR 
ADJUSTMENT TO CORRECT HORIZONTAL BREAK UP? 
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B. CAN SY/T OR RTC FRANKFURT PROVIDEA REPLACEMENT 
MTC-21 MK II CAMERA? TSO DOES NOT HAVE A SPARE UNIT. 

4. TSO PLANS TO BE IN NICOSIA UNTIL ABOUT APRIL 30. 

FYI - OF THE NEW CCTV EQUIPMENT TO BE INSTALLED, TSO 
HAS FOUND THREE CAMERAS, ONE MONITOR. AND ONE 50-FOOT 
CABLE WHICH REQUIRED REPAIR. 
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